i6o

.MILK:    PRODUCTION   AND   CONTROL

a veritable quagmire of filth. Drainage is often expensive, but it is an
essential requirement. The existing manure stead, if near the cowshed, should
also be removed to a suitable distance.

Reconstruction work raises many difficulties, but if common sense and a

broad outlook are brought to bear upon the various problems as they arise,
there can be no doubt that the healthier stock, cleaner milk, and economy
in labour which invariably result will well repay the owner's trouble and
expense. One often meets a producer who states that any alteration of
his present cowshed is unnecessary, as he is producing milk equal to the
" Accredited " grade in quality with the shed in its present condition. This